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MINISTRY OF YOUTH AFFAIRS AND SPORTS 


RESOLUTION 
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New Delhi, the 31 st March, 2004 

TT.1£E 16-5/2001-^TW-UI—'OTH2-09-2003 
*7*33', MRcT tK°M< 4J4l3tf 
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No. F. 16-5/2001-YS. m.—III conuiiuaiiim uf the 
resolution of even number dated 12-09-2003 the 
Government of India is pleased to extend the tenure of the 
National Commission for Youth by six months i.e. upto 
30th September, 2004. 
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VANDANA K. JENA, Jt. Secy. 
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